To:  Carla  Copeland[c. copeland@erllc.com] 

Cc:  Griswold,  Hays[Griswold. Hays@epa.gov] 

From:  Merritt,  Steven 

Sent:  Wed  8/26/2015  2:28:54  PM 

Subject:  RE:  bac  file  for  Gold  King 


Carla, 


Do  you  have  the  current  RCMS  rate  disk  for  ERRS  that  you  could  send  me? 
Steven  B.  Merritt,  CIH 

Industrial  Hygienist  / Federal  On-Scene  Coordinator 
U.S.  Environmental  Protection  Agency  Region  8 
1 595  Wynkoop  ST  (8EPR-ER) 

Denver,  CO  80202-1129 
303-312-6146  - Work 
303-775-7226  - Mobile 
303-312-7203  - Fax 
Menitt.Steven@epa.gov 


From:  Carla  Copeland  [mailto:c.copeland@eiilc.com] 
Sent:  Wednesday,  August  26,  2015  7:13  AM 
To:  Merritt,  Steven;  Griswold,  Hays;  Way,  Steven 
Subject:  bac  file  for  Gold  King 
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This  was  from  yesterday.  Let  me  know  if  you  need  anything  else. 


Carla 

Carla  Copeland 

Manager  Field  Cost  Accountants 
Environmental  Restoration,  LLC 
1666  Fabick  Dr. 

Fenton  Missouri  63601 
636-747-7477 
573-631-9736  Cell 
636-680-9424  fax 


Confidentiality  Warning:  This  e-mail  and  any  attachments  contain  information  intended  only  for 
the  use  of  the  individual  or  entity  named  above.  If  the  reader  of  this  e-mail  is  not  the  intended 
recipient  or  the  employee  or  agent  responsible  for  delivering  it  to  the  intended  recipient,  any 
dissemination,  publication  or  copying  of  this  e-mail  is  strictly  prohibited.  Although  this  email 
has  been  scanned  for  malware,  the  sender  does  not  accept  any  responsibility  for  any  loss, 
disruption  or  damage  to  your  data  or  computer  system  that  may  occur  while  using  data  contained 
in,  or  transmitted  with,  this  e-mail.  If  you  have  received  this  e-mail  in  error,  please  immediately 
notify  by  return  e-mail.  Thank  you. 
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